Message 


From; Chretien,Tim (WES) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=TCHRETIEN] 

Sent: S/ll/lOll 2:13:29 PM 

To: Farak, Sonja (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Sonja.Farak] 

Subject: RE: discovery 


That’s fine, whatever you need to do. 
Tim 


From: Farak, Sonja (DPH) 

Sent: Wednesday, June 22, 2011 9:10 AM 
To: Chretien, Tim (WES) 

Sutqect: RE: discovery fori 


Hi Tim- 


Superior Court was continued to next week, and I tried to mail it from work this morning, but it weighs too much for 
the carrier to collect it, so I'll go to the post office later today and get it in the mail that way (unless ADA Weissman 
actually needs me today). Sorry for the wait. 

-Sonja 


From: Chretien, Tim (WES) 

Sent: Tuesday, June 21, 2011 8:20 AM 
To: Farak, Sonja (DPH) 

Subject: RE: discovery for 

Sounds good. Thanks. 

Tim 

From: Farak, Sonja (DPH) 

Sent: Tuesday, June 21, 2011 7:41 AM 
To: Chretien, Tim (WES) 

Subject: RE: discovery for 


Tim- 


Discovery packet is done, but! won’t be able to fax it (too many pages). I’m on call for a Superior Court case in 
Springfield today (or possibly tomorrow morning), so I’ll bring it with me then. If I find out that the defendant ends up 
pleading. I’ll get it in the mail tomorrow morning. Hope this works for you. 

-Sonja 


From: Chretien, Tim (WES) 

Sent: Friday, June 17, 2011 3:09 PM 
To: Farak, Sonja (DPH) 

Subject: RE: discovery for 
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Thanks for the update. 

Tim 

From: Farak, Sonja (DPH) 

Sent: Friday, June 17, 2011 3:01 PM 
To: Chretien, Tim (WES) 

Subject: RE: discovery for 


Tim- 


Sorry I didn’t get back to you sooner, but it’s been a busy week. I’ve started the discovery packet, but have not completed 
it yet. I hope to finish it early next week and get it to you thereafter. 

-Sonja 


From: Chretien, Tim (WES) 

Sent: Monday, June 13, 2011 3:44 PM 
To: Farak, Sonja (DPH) 

Sutqect: discovery for 

Sonja, 

I have a discovery requ est for this set of co-defendants: sure If I’ve already asked for this or 

not, but the attorney for^^^V^^lrequested the following: 

• Notes, printouts, analysis, including mass spectrometry and gas chromatography. 

• Identify which test procedures were used to test. 

• Identify which equipment was used as well as copies of manuals for such equipment. 

• CV of anyone who worked on the drugs - I have your CV and already provided it. I’m assuming you did all the 
work. 

• Copy of protocols, standards, guidelines, policies that are recommended, required or offered to chemists at the 
lab. 

• List of certifications, accreditations received by the lab. 

Let me know if you have any questions. 

Timothy Chretien 

Assistant District Attorney 

Hampden County District Attorney's Office 

Hall of Justice - 50 State St., Springfield, MA 01102 

Tim.Chretien@State.MA.US 

413-747-1079 
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